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PATHWAYS Explorer Course: “What Does the Bible Say About 
Friendship?” 

April 5, 2017 


"No one has greater love than to lay down one's life for one's friends," Jesus tells us in John 
1 5:1 3 (Common English Bible). What makes a friend worthy of laying down one's life to save 
that friend? The Bible has much to teach us about the value of trusted companions for life's 
journey, especially the journey of discipleship that we as Christians are called to make. 

• Course Dates: April 26 ~ May 23, 2017 (4 Weeks) 

• Facilitator: Rev. Ruth Shaver, D.Min. 

• Tuition Cost: $99 

• Early Registration Easter Spring Special - $75 

(Register by Wednesday, April 12th) 

• Regular Registration Fee is Due by April 19, 2017 

This is a Explorer Series Course designed with a four-week long curriculum. All are invited to 
participate. To register, visit the PATHWAYS website: http://tasc21 .net/pathways-courses/esc4- 
bible-say-friendship/. 

PATHWAYS is the Leadership Formation Ministry of the Southeast Conference open to serving 
the wider United Church of Christ in affiliation with participating UCC Conferences as a 
Multiple-Paths-to-Authorization Theological Educational and Ministerial Training Program. Our 
learner participants collaborate to create a unique online learning community from their 
respective locations in the Southeast Conference, Florida Conference, Iowa Conference, Illinois 
Conference, Southern Conference, Penn Northwest Conference, and Vermont Conference of 
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PATHWAYS introduces the 
Explorer Series Courses 

September 2, 201 6 
In "PATHWAYS" 


PATHWAYS Faculty Member of 
the Year 201 6 

November 15, 2016 
In "PATHWAYS" 


PATHWAYS UCC Polity Course 
Begins February 20. Register 
Today! 

January 25, 2017 
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